Monday to Friday 


ZONE STATION TRAIN # 
6 Lowell b 
5 North Billerica b 
3 = Wilmington & 
2 Anderson/Woburn & 
1 Winchester Center 
1 Wedgemere b 

1A West Medford 
1A NORTH STATION & 


Monday to Friday 


ZONE STATION TRAIN # 
14 NORTH STATION & 
1A West Medford 

1 Wedgemere b 
1 Winchester Center 

2 ~~ Anderson/Woburn tb 
3. ~=Wilmington & 
5 North Billerica t 
6 Lowell & 


Severe weather advisory system The MBTA and Keolis closely monitor weather 


1303 
10:00 
10:11 
10:15 
10:17 
10:24 
10:28 
10:37 
10:44 


STORM SCHEDULE 
Fall/Winter 2018-2019 


1305 
12:00 
12:11 
12:15 
12:17 
12:24 
12:28 
12:37 
12:44 


forecasts to determine if conditions necessitate changes to the Commuter Rail schedule. During 


weather events, the symbols to the right will communicate service level and impact on passengers. 


Service level for the following day will be announced late in the afternoon on the prior day. 


Massachusetts Bay 
Transportation Authority 


KeCOLUS His 


Q 


1309 
4:00 
4:11 
4:15 
4:17 
4:24 
4:28 
4:37 
4:44 


REGULAR SCHEDULE 


1311 
6:00 
6:11 
6:15 
6:17 
6:24 
6:28 
6:37 
6:44 


Trains will operate on a 
normal schedule. 


MBTA.com 


v 


A 


Customer Service 


617-222-3200 


Storm schedule in effect when declared in advance by the MBTA. 
Announcement made late in the afternoon on the prior day. 
Stay connected to MBTA.com for up-to-the minute information. 


1315 
11:30 
11:41 
11:45 
11:47 
11:54 
11:58 
12:07 
12:14 


STORM SCHEDULE 
Major changes to the regular schedule. Schedules 
also available on MBTA.com and in Boston stations. 


No passenger service on 


Commuter Rail App 


